vi                                  PREFACE

formal lectures, although at tho present time the writer is devot-
ing one hour per week to a lecture-conference, Kxperience
shows that the average student performs fourteen of these
exercises per semester and the topi OH herewith presented accord-
ingly permit of some little choice.

In selecting material, advantage has been taken not only of the
original sources, but also of the standard texts in the special
fields represented. Being a collection of laboratory exercises,
this book makes no claim to originality of the subject mutter
included, and the author hereby acknowledges his indebtedness
to the many books and special articles referred to in the foot-
notes throughout the text. He is indebted, also, to the Leeds-
Northrup Company, J. G, Biddle Company, Queen tt Company,
General Radio Company, Tinsloy & Company, and other manu-
facturers of electrical apparatus for supplying the outs whieh have
been used. In particular, he wishes to express his gratitude to
Dr. H. B. Wahlin and L, L. Nettleton, instructors In pbynieH nt
the University of Wisconsin, who have rend the entire manu-
script and made many vauable suggestions during its
preparation.
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ry for an understanding of bridge methods, are set forth.
